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Message Text 



PAGE 01 PARIS 17102 011841Z 
63 

ACTION VOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO SCA-01 EA-10 CIAE-00 DODE-OO 

SY-05 ITFE-05 /034W 

015206 

R 011825Z JUL 75 

FM AMEMBASSY PARIS 

TO SECSTATE WASHDC 0883 

DIRECTOR FBI 

INS WASHDC 

DEA WASHDC 

FT HOLABIRD/DO960 

UNCLAS PARIS 17102 

E.O.l 1652: N/A 
TAGS;SREF 

SUBJECT: INDOCHINESE PAROLEE 
REF. STATE 133652 

1. VISAS FALCON FOR NAME CHECK AND PAROLE AUTHORIZATION. 

2. A) HAUV CHEA SARY 

B) 16 AUGUST 1958, PHNOM PENH, CAMBODIA. 

C) MALE 

D) STUDENT 

E) PRES ADD: PARIS, FRANCE PREV ADD: PHNOM PENH 
CAMBODIA. 

F) SPONSORSHIP: MR. AND MRS. BERNIE J. BURKETT, 2232 
CATHEDRAL AVE. N W WASHINGTON DC. MR. BURKETT 
WORKS FOR THE U.S. SENATE. 

G) RELATIVES: BROTHER HAUV SIM CHEA SRENG, 1703 
EAST WEST HWY. NO.304, SILVER SPRINGS.MD. HE HAS 
BEEN IN THE U.S. SINCE 1972. 

3. SUBJECT CAN PAY OWN TRANSPORTATION COST. 

4. FOR INS: PLEASE ADVISE IF SUBJECT'S BROTHER HAUV 
UNCLASSIFIED 

PAGE 02 PARIS 17102 011841Z 

SIM CHEA SRENG, HAS RECEIVED EXTENDED VOLUNTARY 
DEPARTURE. 

RUSH 
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UNCLASSIFIED 

BEEN IN THE U.S. SINCE 1972. 

3. SUBJECT CAN PAY OWN TRANSPORTATION COST. 

4. FOR INS: PLEASE ADVISE IF SUBJECT'S BROTHER HAUV 

PAGE 02 PARIS 17102 011841Z 

SIM CHEA SRENG, HAS RECEIVED EXTENDED VOLUNTARY 
DEPARTURE. 

RUSH 

UNCLASSIFIED 
« END OF DOCUMENT » 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 26 AUG 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: REFUGEE RESETTLEMENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PARIS17102 

Document Source: ADS 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: D750228-0501 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975071 07/baaaatvj.tel 

Line Count: 69 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ACTION VOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 JAN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <10 JUL 2003 by ThomasVJ, PRIVACY>; RELEASED <15 JAN 2004 by hartledg>; APPROVED <21 JAN 2004 by 
GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 
Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: SREF, VS 

To: STATE 

DIRECTOR FBI 

INS 

DEA 

FT HOLABIRD DO960 
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Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 
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